630:—THE AMBASSADCR BRIDGE CONNECTING DETROIT AND WINDSOR. 


DETROIT-WINDSOR TUNNEL. 


Mich. 
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The Ambassador Bridge, the world’s longest interna- 
tional suspension bridge. 9,609 feet in length, and the 
Detroit-Windsor Tunnel make Canada easily. accessible 
without the formalities of the passport. Thousands of 
tonrists cross the border here daily 
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THIS SIDE IS FOR THE ADDRESS 
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